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ADDITIONAL  REFERENCES  RELATING  TO  MERCANTILE 
MARINE  SUBSIDIES 


BOOKS 

Andrews,  Frank.  Ocean  freight  rates  and  the  conditions  affecting 
them. 

WasMngton:   Govt,  print  of.,  1907.    48  pp.    8°.    {U.  S. 
Bureau  of  statistics  (Dept.  o  f  agri.)    Bulletin  67.) 

Agr.  7-2251  HD9001.A5,no.67 

Austria.  ReicJisratJi.  AhgeordnetenJiaus .  xvii.  Session,  1907.  Be- 
richt  der  Budgetausschusses  iiber  die  Regierungsvorlage 
(Zahl  2708),  betreffend  den  Abschluss  eines  neuen  Schif- 
fahrts-  und  Postvertrages  mit  der  ^'Dampfschiffahrts- 
gesellschaft  des  Osterreichischen  Lloyd." 
Wien,  1907.  188  pp.  Folded  maps.  8°.  (StenograpU- 
scJies  Protolwll.  Beilage  2775 .)  J311.K2,1907 
"Itinerar,  Subvention,"  pp.  2-4. 

Barker,  J.  ElHs.    Modern  Germany;  her  political  and  economic 
problems,  her  foreign  and  domestic  policy,  her  ambitions, 
and  the  causes  of  her  success.    3d  and  very  greatly  enl. 
ed.,  completely  rev.  and  brought  up  to  February  1909. 
London:  Smith,  Elder,  <&  CO.,  1909.    viii,  660pp.    Map.  8°. 

The  shipbuilding  and  shipping  industries  of  Germany,  pp.  476-501. 
9-14693  DD117.B32 

Bates,  William  Wallace.  Shipping  restoration;  the  causes  of  decline 
examined;  justice  of  the  demand  for  proper  legislation. 
A  bill  to  equalize  the  footing  of  ships  in  foreign  trade  by 
constitutional  regulations  with  valid  reasons  for  its  pas- 
sage. 

Denver,  Col.:  Printed  for  the  Shipping  society  of  America  hy 
the  Smith-BrooJcs  company,  1907.    80  pp.  8°. 
Cover-title. 

7-31203  HE746.B345 

Bickford,  R.  G.  The  American  merchant  marine — legislation  as  a 
factor  in  its  development. 

(In  Virginia  state  bar  association.    Report,   1904,  pp.  237-260. 
Richmond,  1904.  8°.) 
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Burton,  Theodore  E.    Ocean  mail  service  and  the  promotion  of 
commerce.    Speech  in  the  Senate,  January  17,  20,  1911. 

(In  Congressional  record,  61st  Cong.,  3d  sess.,  vol.  46,  no.  33  (current 
file),  pp.  1357-1369.) 

Chamberlain,  E.  T.    The  United  States  merchant  marine  in  1910. 

(/n The  American  year  book  1910,  pp.  526-527.    New  York,  1911. 
8°.)  E171.A685 

Clark,  Frank.    Speech  in  the  House  of  Representatives,  Feb.  20, 
1911,  on  the  merchant  marine. 

(In  Congressional  record,  61st  Cong.,  3d  sess.,  v.  46,  no.  60  (current 
file),  pp.  3192-3197.) 

Colin,  Ambroise  Victor  Charles.    La  navigation  commerciale  au  xix® 
siecle. 

Paris:  A.  Rousseau,  1901.  viii,  459,  (1)  pp.  8°. 
"Conditions  politiques  de  1' exploitation,"  pp.  270-329. 
3-8770  HE735.C69 

Crowell,  John  Franklin.    Present  status  and  future  prospects  of 
American  shipbuilding. 

\'  (In  La  Follette,  Robert  M.  ed.    The  making  of  America,  vol.  4, 

pp.  129-140.    Chicago,  1906.    8°.)  HC103.L25,v.4 

Cummins,  Albert  B.    Ocean  mail  pay  and  promotion  of  commerce. 
Speech  in  the  Senate,  January  20,  21,  1911. 

(In  Congressional  record,  61st  Cong.,  3d  sess.,  vol.  46,  no.  33  (current 
file),  pp.  1369-1379.) 

Depew,  Chauncey  M.    Ocean  mail  service.    Speech  in  the  United 
States  Senate,  February  24,  1908. 

(In  Congressional  record,  60th  Cong.,  1st  sess.,  vol.  42,  pt.  3,  pp. 
2379-2381.)  Jll.R5,v.42,pt.3 

Dunmore,  Walter  Thomas.    Ship  subsidies;  an  economic  study  of 
the  policy  of  subsidizing  merchant  marines. 
Boston  and  New  York:  Houghton,  Mifflin  and  company ,  1907 . 
xviii,  119,  (1)  pp.    8°.    (Hart,  ScJiaJ^ner  <&  Marx  prize 
essays,  v) 

Bibliography:  pp.  xi-xviii. 

7-39520  HE743.TJ6D8 

Gallinger,  Jacob  H.    Ocean  mail  service.    Speech  in  the  United 
States  Senate,  February  24,  1908. 

(In  Congressional  record,  60th  Cong.,  1st  sess.,  vol.  42,  pt.  3,  pp. 
2371-2379.)  Jll.B-5,v.42,pt.3 
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Gallinger,  Jacob  H.  Ocean  mail  service  and  promotion  of  com- 
merce.   Remarks  in  the  Senate,  January  20,  1911. 

{In  Congressional  record,  61st  Cong.,  3d  sess.,  vol.  46,  no.  29  (current 

file),  pp.  1192-1193.) 
Includes  Report  of  Committee  on  American  merchant  marine  of  the 

National  Board  of  trade,  1911. 

Goebel,  Herman  P.  [Ocean  mail  service  between  the  United  States 
and  foreign  ports.]  Speech  in  the  House  of  Representa- 
tives, March  13,  1908. 

{In  Congressional  record,  60th  Cong.,  1st  sess.,  vol.  42,  Appendix^ 
pp.  55-58.)  Jll.R5,v.42,App.' 

Great  Britain.  Treasury.  Post  office  (East  India,  China,  and 
Australia  mails).  Return  to  an  order  of  the  honourable 
the  House  of  Commons,  dated  19  August,  1907; — for.  Copy 
of  contract,  dated  the  7th  day  of  August  1907,  between 
the  Postmaster  General  and  the  Peninsular  and  Oriental 
Steam  Navigation  Company,  for  the  conveyance  of  the 
East  India,  Cliina,  and  Australia  mails  for  the  period 
from  the  1st  day  of  February  1908  to  the  31st  day  of 
January  1915,  together  with  a  copy  of  the  Treasury 
minute  thereon,  dated  the  15th  day  of  August  1907. 
Ordered,  by  the  House  of  Commons,  to  be  printed,  19th 
August  1907. 

[London,  1907.]    iv,  23,  (1)  pp.    F°.    {Great  Britain.  Par- 
liament.   Sessional  papers,  1907,  v.  J^7 .  311.) 

J301.K6,1907,v.47 

Hadley,  Arthur  T.  Subsidies. 

{In  Lalor,  J,  J.,  ed.  Cyclopaedia  of  political  science,  political 
economy  and  of  the  political  history  of  the  United  States,  vol.  3, 
pp.  818-822.    New  York,  1899.)  H41.L2,v.3 

Huldermann,  B.  Die  Subventionen  der  auslandischen  Handels- 
flotten  und  ihre  Bedeutung  fiir  die  Entwicklung  der  See- 
schiffahrt. 

Berlin:  E.  S.  Mittler  und  Solin,  1909.    71,  (1)  pp.  8°. 

10-11419  HE741.H8 

Johnson,  Emory  R.,  and  G.  G.  Huebner.  Ship  subsidies  and  mail 
payments. 

{In  The  American  year  book,  1910,  pp.  525-526.  New  York, 
1911.    8°.)  E171.A585 

Contains  the  latest  statistics  of  subsidies  of  the  principal  foreign 
countries. 
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Kustermann,  Gustav.    How  to  build  up  our  merchant  marine 
without  subsidies. 
Green  Bay,  Wis.:  G,  Kustermann,  1909.    13  pp.  8°. 

Not  in  the  Library  of  Congress,  but  can  be  found  in  the  Congressional 
record,  60th  Cong.,  2d  sess.,  vol.  43,  pt.  2,  pp.  1443-1445. 

Jll.R5,v.43,pt.2 

  Rebuilding  merchant  marine  without  subsidies.    Speech  in 

the  House  of  Representatives,  Jan.  8,  1910. 

(In  Congressional  record,  61st  Cong.,  2d  sess.,  vol.  45,  pt.  1,  pp. 
422-431.)  Jll.R5,v.46,pt.l 

  Ship  subsidists  indulge  in  abuse  and  threats  instead  of  argu- 
ment. Speech  in  the  House  of  Representatives,  Feb.  16, 
1911. 

(In  Congressional  record,  61st  Cong.,  3d  sess.,  v.  46,  no.  57  (current 
file),  pp.  2927-2929.) 

Lagaillarde,  Louis.  Les  primes  a  la  marine  marchande.  La  loi  du 
7  avril  1902. 

Toulouse:  Impr.  C.  Marques  &  cie.,  1903.  .  2^0  pp.  8°. 
''Bibliographic: "  pp.  237-238. 

4-33965  HE743.F8L2 

Lodge,  Henry  Cabot.  Speech  in  the  Senate  on  the  ocean  mail 
service  and  promotion  of  commerce,  January  24,  1911. 

{In  Congressional  record,  61st  Cong.,  3d  sess.,  vol.  46,  no.  33  (current 
file),  pp.  1394-1398.) 

Marvin,  Winthrop  Lippitt.  American  merchant  marine.  Re- 
marks before  the  Senate  Committee  on  commerce,  March 
3  1910. 

[WasUngton:  Govt,  print,  off.,  1910.]    6  pp.    8°.    {[V.  S.] 
61st  Cong.,  2d  sess.    Senate.    Doc.  4^5.) 

10-35303  HE743.XJ6M3 

Merchants'  association  of  New  York.  Subsidy  for  American 
ships  only;  argument,  at  the  hearing  by  the  House  com- 
mittee on  merchant  marine  and  fisheries,  Feb.  3,  1910; 
amendments  proposed  to  Bill  H.  R.  16362. 
New  Yorlc:  MercJiants^  assoc.  of  New  Yorlc,  1910.  Jfi  pp. 
8\ 

Newlands,  Francis  G.  [The  creation  of  an  auxiliary  navy.]  Speech 
in  the  Senate,  Feb.  2,  1911. 

(In  Congressional  record,  61st  Cong.,  3d  sess.,  vol.  46,  no.  42  (current 
file),  pp.  1899-1906.) 
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Nixon,  Lewis.    Progress  and  promise  in  American  shipbuilding. 

{In  La  Follette,  Robert  M.  ed.    The  making  of  America,  vol,  4,  pp. 
119-128.    Chicago,  1906..  8°.)  HC103.L25,v.4 

Peabody,  Henry  W.  Address  of  Henry  W.  Peabody,  in  advocacy  of 
the  plan  recommended  by  President  McKinley  and  the 
secretary  of  the  Treasury  for  the  re-creation  of  our  mer- 
chant marine,  before  the  Commercial  club  of  Cincinnati 
at  the  Queen  city  club,  Cincinnati,  November  22,  1900. 
Boston:  Press  of  S.  UsJier,  1900.    11  pp.  8°. 

9-24794  HE743.TJ6P26 

  The  amended  shipping  and  subsidy  bill.    H.  R.  64.  Views 

of  Henry  W.  Peabody,  expressed  in  open  letter  to  Hon. 
William  H.  Moody,  representative  from  Massachusetts. 
[Washington'^.  D.  C,  1900  ^    10  pp.  8°. 

Caption  title. 

9-24793  HE743.U6P27 

  A  portion  of  the  debate  upon  the  Frye-Payne  shipping  and 

subsidy  bill  at  the  sessions  of  the  National  board  of  trade, 
Washington,  January  24,  25,  1900;  the  advocacy  of  the 
recommendations  of  the  President  and  the  secretary  of 
the  Treasury  and  opposition  to  the  bill  which  the  Board 
of  trade  were  asked  to  endorse. 
Boston:  Press  of  S.  Usher,  1900.    10  pp.  8°. 

9-  13166  HE743.U6P3 

Pearson,  Paul  Martin,  ed.  Intercollegiate  debates;  being  briefs 
and  reports  of  many  intercollegiate  debates:  Harvard- 
Yale-Princeton,  Brown-Dartmouth- Williams,  Michigan- 
Northwestern-Chicago,  Indiana-Illinois-Ohio,  and  many 
others. 

New  Yorlc  city:   Hinds,  Nolle  <&  Eldredge,  [1909].  xxix, 
607  pp.  12''. 

Ship  subsidies.  Affirmative:  Jasper  J.  Stahl,  R.  0.  Brewster,  Har- 
rison Atwood;  Negative:  E.  S.  Abbot,  Eugene  H.  Clowse,  G.  S. 
Harris,  pp.  405-431. 

References,  pp.  431-432. 

10-  765  H35.P4 

Peters,  Max.    Schiffahrtsabgaben.    Im  auftrag  des  Vereins  fiir 
Socialpolitik  herausgegeben. 
Leipzig:  Duncker  <&  Humblot,  1906-1908.    339,  (1),  340  pp. 
8°.    {Schriften  des  Vereins  fiir  Socialpolitilc.  cxv.) 

Contents. — 1.  t.  Die  Rechtslage. — 2.  t.  Die  wirtschaftliche  Lage. — 

3.  t.  Die  verkehrspolitische  Lage. 
8-15473  .  HB5.V4,vol.ll5 
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Riquoir,    Antoine.    L' encouragement    des    marines  marchandes; 
etude  de  legislation  comparee. 
Paris:  A.  Rousseau,  1906.    vi,  287  pp.  5°. 
" Bibliographie  " :  pp.  v-vi. 

Contents. — Les  marines  marchandes  avant  Tintervention  legisla- 
tive, pp.  1-20;  1.  partie.  Les  legislations  sur  la  marine  mar- 
chande  dans  le  passe:  L' evolution  des  legislations  protectrices 
des  marines  marchandes  sous  I'empire  des  idees  protectionnistes; 
Legislations  anterieures  au  dix-neuvieme  siecle,  pp.  24-32;  Les 
legislations  protectionnistes  au  dix-neuvieme  siecle,  pp.  32-38; 
L'ere  des  libertes  commerciales,  pp.  39-47.  2.  partie.  Primes  et 
subventions:  Les  subventions  en  France,  pp.  55-67;  Les  subven- 
tions a  I'etranger:  Les  subventions  en  Angleterre,  pp.  68-73;  en 
Allemagne,  pp.  73-77;  en  Autriche,  pp.  77-79;  en  Russie,  pp. 
79-81;  en  Italie,  pp.  82-83;  Japon,  pp.  83-84;  Etats-Unis 
d'Amerique,  pp.  84-85;  Les  subventions  dans  les  petits  Etats 
europeens,  pp.  85-89;  Les  primes:  Historique  de  la  loi  de  1881, 
pp.  91-104;  La  loi  du  29  janvier  1881,  pp.  105-110;  Les  effets 
de  la  loi  de  1881,  pp.  110-130;  L'evolution  des  primes  dans 
la  legislation  fran(;aise:  La  loi  de  1893,  pp.  133-147;  La  loi  de 
1902,  pp.  147-178;  La  loi  du  19  avril  1906,  pp.  179-184.  3.  partie. 
Les  legislations  etrangeres  contemporaines:  Les  lois  de  primes: 
Legislation  italienne,  pp.  188-197;  Legislation  austro-hongroise, 
pp.  197-202;  Autres  legislations  europeennes:  Espagne,  pp. 
202-203,  Suede,  pp.  203-204,  Russie,  pp.  204;  Les  lois  de  primes 
am6ricaines,  pp.  205-207;  Legislation  japonaise,  pp.  208-219;  La 
protection  indirecte:  Etude  du  regime  legislatif  allemand,  pp. 
221-231;  Les  effets  de  la  legislation  allemande,  pp.  231-240; 
Legislations  basees  sur  la  liberte  commerciale  absolue.  L' Angle- 
terre, pp.  241-263;  Conclusion,  pp.  264-281. 

7-7526  HE741.R6 

Root,  Elihu.    Address  before  the  Trans-Mississippi  commercial  con- 
gress, Kansas  City,  Mo.,  Tuesday,  November  20,  1906. 
[WasUngton:  Govt,  print,  off.,  1907.]    IS  pp.    8°.  ([U.S.] 
69tJi  Cong.,  2d  sess.    Senate.    Doc.  211.) 

7-35085  HF3080.R7 
Also  printed  in  Congressional  record,  59th  Cong.,  2d  sess.,  v.  41,  pt.  1, 
pp.  278-281.  Jll.Il6,v.41,pt.l 

Root,  John  William.    Shipping  rings,  subsidies,  and  trusts. 
Liverpool:  J.  W.  Root,  1902.    24  pp.  8°. 

10-32451  HE823.R7 

Shively,  Benjamin  F.    Speech  in  the  Senate,  January  26,  1911,  on 
the  Ocean  mail  service  and  promotion  of  commerce. 

(In  Congressional  record,  61st  Cong.,  3d  sess.,  vol.  46,  no.  35  (current 
file),  pp.  1528-1535.) 

Simmons,  F.  M.    Ocean  mail  service  and  promotion  of  commerce. 
Speech  in  the  Senate,  Feb.  2,  1911. 

(In  Congressional  record,  61st  Cong.,  3d  sess.,  vol.  46,  no.  43  (current 
file),  pp.  1951-1953.) 
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Smith,  Joseph  Russell.    The  organization  of  ocean  commerce. 

Philadelphia:  Published  for  the  University,  1905.  viii,  155 
pp.  Map.  Diagr.  8°.  (Publications  of  the  University 
of  Pennsylvania.  Series  in  political  economy  and  public 
law,  no.  17.) 

"Appendix  A.    Bibliographical  note  " :  pp.  [149J-150. 

5-26839  HE735.S6 

Steenerson,  Halvor.    Post  office  appropriation  bill — Cost  of  foreign 
,       mail — Ship  subsidy.    Speech  in  the  House  of  Represent- 
atives, January  19,  1911. 

{In  Congressional  record,  61st  Cong.,  3d  sess.,  v.  46,  no.  33  (current 
file),  pp.  1385-1388.) 

Stone,  William  J.    Speech  in  the  Senate,  January  30,  1911,  on  the 
Ocean  mail  service  and  promotion  of  commerce. 

{In  Congressional  record,  61st  Cong.,  3d  sess.,  v.  46,  no.  39  (current 
file),  pp.  1718-1723.) 

Sulzer,  William.    The  American  merchant  marine.    Speech  in  the 
House  of  Representatives,  Apr.  9,  1909. 

{In  Congressional  record,  61st  Cong.,  2d  sess.,  vol.  44,  pt.  2,  pp. 
1275-1284.)  Jll.R5,v.44,pt.2 

 How  shall  we  restore  the  American  merchant  marine  ? 

Speech  in  the  House  of  Representatives,  Jan.  26,  1911. 

{In  Congressional  record,  61st  Cong.,  3d  sess.,  v,  46,  no.  41  (current 
file),  pp.  1829-1830.) 

United  States.  Bureau  of  navigation  (Dept.  of  commerce  and  labor), 
Japanese  subsidies.  Letter  from  the  commissioner  of 
navigation,  inclosing  copy  of  a  law  passed  by  the  Japanese 
diet  to  take  effect  January  1,  1910,  relating  to  subsidies 
for  transoceanic  steamship  lines  for  the  development  of 
Japanese  maritime  interests. 
[Washington:  Govt,  print,  off.,  1909.]  11  pp.  8°.  (61st 
Cong.,  1st  sess.    Senate.    Doc.  152.) 

9-35760  HE743.J3TJ5 

 Ocean-mail  systems  and  ship  subsidies  of  the  world 


<  Extract  from  the  report  of  the  commissioner  of  navi- 
gation for  the  fiscal  year  ended  June  30,  1909  > 
Washington:  Govt,  print,  off.,  1910.    52  pp.  8°. 

10-35633  HE6235.U5  1910 

—    Congress.    House.    Committee    on   merchant   marine  and 
fisheries.    American  merchant  marine  in  foreign  trade, 
etc.    Committee  on  the  merchant  marine  and  fisheries, 
House  of  Representatives.    January  20  [and  February  3] 
1910. 

[Washington:  Govt,  print,  off.,  1910.]    54  pp.  8°. 

10-35186  HE746.A2  1910 

74475°— 11  2 
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United  States.  Congress.  House.  Committee  on  merchant  marine 
and  fisheries .  American  merchant  marine  in  foreign  trade 
and  the  national  defense.  Report.  <To  accompany 
H.  R.  16362. > 

[Washington:  Govt,  print,  off.,  1910.]    18,  7  pp.    8°.  {61st 
Cong.,  2d  sess.    House.    Rept.  502.) 

Submitted  by  Mr.  Humphrey;  committed  to  Committee  of  the  whole 

House  and  ordered  printed,  February  21  and  March  5,  1910. 
"Views  of  the  minority":  submitted  by  Mr.  Spight,  pt.  2. 
10-35318  HE745.A2  1910a 

 Development   of   the   American  merchant 

marine  and  American  commerce.  Declarations  of  mer- 
cantile bodies,  national  and  local,  for  the  upbuilding  of 
American  shipping  in  foreign  trade.  As  presented  to  the 
Committee  on  the  merchant  marine  and  fisheries  of  the 
House  of  Representatives. 
Washington:  Govt,  print  off.,  1907.    21  pp.  8°. 

7-35082  HE746.A2  1907b 

 —    Development  of   the   American  merchant 


marine  and  American  commerce.  Labor's  interest  in 
American  shipping.  Petitions  and  resolutions  received 
and  referred  to  the  Committee  on  the  merchant  marine 
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Contents. ^ — Southern  advocates  of  ocean  mail  lines. — American 
lines  on  the  Pacific  Ocean. — Ship  materials  already  free. — The 
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ordered  printed. — Views  of  the  minority,  Jan.  9,  1906,  ordered 
printed. — ^Appendices:  a.  The  merchant  marine  as  an  auxiliary 
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American  ships  for  American  commerce. — Southern  advocates  of 
ocean  mail  lines. — Profits  of  foreign  steamships  companies. — Dis- 
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